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General  Description 

WRIS  is  a digital  transceiver  that  can  be  used  in  conjunction  with  the  ADS  video  and  audio  recorders,  adding  versatility  to 
their  already  wide  range  of  deployment  possibilities.  By  connecting  the  WRIS  to  a HAWK  or  a FALCON  and  using  a PC  as  a 
receiver  station,  you  will  then  be  able  to  use  any  of  the  USBIRD  software  features  without  a cable  connection.  You  can 
program  the  recorder,  then  download  data  and  erase  recordings  remotely.  One  of  the  most  important  benefits  of  this 
system  is  ‘live  monitoring’.  You  can  also  start  and  stop  recording  by  sending  a command  from  your  PC.  The  WRIS  transmits 
recorded  data  up  to  Vi  mile  away  operating  at  frequencies  between  2.4  - 2.56GHz. 


Key  Features 

Controls  the  recorder  and  transfers  data  remotely 
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Technical  Specifications 

Operating  Range:  1,000  feet  with  1 4 D b Antenna 

Operating  Band:  2.4-2.5Ghz 

Optional  wi-fi  link  in  PC  for  remote  access 

128  Bit  encryption  for  secured  data  transfers 

Data  transfers  to  1 1 M Bits/second 

Optional  WRIS  - Repeater  for  extending  operating  range 
to  1 mile 
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